[2024-05-28T06:49:56.254366Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T06:49:56.254941Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@19.service/4226750
[2024-05-28T06:49:56.255167Z] [info] Starting isotovideo container
[2024-05-28T06:49:56.257452Z] [info] isotovideo has been started (PID: 119694)
[2024-05-28T06:49:56.258076Z] [info] 119694: WORKING 4226750
[2024-05-28T07:19:43.219860Z] [info] Uploading clone-autoinst.xml
[2024-05-28T07:19:43.253301Z] [info] Uploading clone-installedSystem.xml
[2024-05-28T07:19:43.277331Z] [info] Uploading clone-y2logs_clone.tar.bz2
[2024-05-28T07:19:43.357678Z] [info] Uploading logs-logs.tar.bz2
[2024-05-28T07:19:43.391890Z] [info] Uploading repos-y2logs.tar.bz2
[2024-05-28T07:19:43.459434Z] [info] Uploading video.webm
[2024-05-28T07:19:43.514420Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:19:43.559210Z] [info] Uploading worker-log.txt
